Subject: 

Follow Up Meeting for Facilities 

Location: 

Lobby 

Start: 

6/29/2011 10:00 AM 

End: 

6/29/2011 11:00 AM 

Show Time As: 

Tentative 

Recurrence: 

(none) 

Meeting Status: 

Not yet responded 

Organizer: 

Dooley, Jacqueline (DPH) 


Required Attendees: Facilities Work Group 
Resources: Lobby 

When: Wednesday, June 29, 2011 10:00 AM-11:00 AM (GMT-05:00) Eastern Time (US & Canada). 
Where: Lobby 

Note: The GMT offset above does not reflect daylight saving time adjustments. 

^ r\j^ r\j^ f\j^ 

Follow up to the June 8th meeting to go over elevator testing dates and times, plus other additional 
issues. 
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